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Connect corresponding numbers from monitor interface 
with computer & RGB monitor 


Monitor Rear 1. 40 Column Video 
View Connector 
2. 80 Column RGBI 
Connector 


3. Audio Output 
4. Video Output 


INSTRUCTIONS 


80 Column Display 40 Column Display 
1. Press 40/80 keyboard display button in. 1. 40/80 keyboard display button must be in 
2. Turn switch on monitor interface down. normal position, not pressed in. 
3. Press reset switch on computer in. 2. Monitor interface switch must be in up 
position. 
3. Press reset switch on computer in. 
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